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PREFACE

been brought out in the intervening time. Moreover, Mr.
Blunk, as operating engineer, adds to the discussion Informa-
tion derived from the engineer's point of view concerning their
operation.
Although up to the present time sludge treatment has been
accorded little attention in America as compared with Germany
or England, this will be demanded more and more .hereafter.
Some really creditable work has been done in this direction, how-
ever, and it has therefore been thought desirable to add some
notes on the characteristics of American sewages and on the more
important results reached here in the treatment and utilization of
sludge.
For the greater convenience of American engineers the meas-
ures given, unless otherwise stated, are those customarily
employed in the United States: the gallon being the United
States gallon of 231 cu. in.; the ton, that of 2000 Ibs., etc.; but
for the convenience of others the metric measure given by the
authors of the first three parts are also stated.
Acknowledgment is here made of the courtesy of the city
officials and others who have furnished data concerning the works
under their charge and; in particular, of the valuable assistance
rendered by Mr. Emil Kuichling in the translation of obscure
passages in the original papers by Drs. Ing. Eisner and Spillner.
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